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Technical  Division  Keeps 
Records  Of  Mineral  Rights 

The  work  of  the  Technical  Division  of  the  Department  of 
Mines  and  Minerals  is  divided  between  drafting  maps  showing 
Alberta's  oil  and  natural  gas  wells  and  keeping  complete  records 
of  all  mineral  rights  owned  by  the  Crown. 

Eleven  draftsmen  are  employed  to  draft  maps  of  oil  and 
natural  gas  fields  when  the  area  becomes  of  major  importance. 
These  maps,  drawn  to  a  scale  of  two  inches  to  a  mile  on  standard 
size  sheets  of  52  inches  by  30  inches  or  26  inches  by  15  inches, 
show  the  location  and  status  of  all  wells  and  the  boundaries  of 
all  fields  as  they  are  established  by  the  Alberta  Petroleum  and 
Natural  Gas  Conservation  Board. 

The  frequency  with  which  new  wells  are  commenced  and 
the  changing  status  during  the  progress  of  drilling,  necessitates 
weekly  changes  in  the  division's  maps.  A  permanent  card  progress 
record  of  each  well  is  compiled  and  filed  for  any  future  reference. 
A  system  of  symbols  has  been  adopted  which  facilitates  the 
alteration  of  well  status.  The  maps  produced  by  the  division 
are  available  for  sale  to  the  public. 

The  main  purchasers  of  the  maps  are  oil  companies  and 
individuals  interested  in  the  oil  industry,  and  other  Alberta 
Government  departments,  accounting  for  most  of  the  2,500  copies 
of  maps  distributed  during  the  last  fiscal  year. 

Sketches  are  prepared  of  all  new  petroleum  and  natural 
gas  reservations,  any  reservation  that  may  be  amended  and  each 
reservation  when  converted  to  lease  and  Crown  reserve.  Litho- 
graphed copies  of  the  sketches  are  made  and  supplied  weekly 
to  subscribers  at  an  annual  charge. 

The  Technical  Division,  which  has  a  staff  of  40,  also  prepares 
all  land  descriptions  for  leases,  reservations,  licences,  permits  and 
other  dispositions  and  last  year  6,400  descriptions  of  land  were 
prepared  by  the  Division  for  inclusion  in  documents  issued  by 
the  Department. 

It  is  a  requirement  of  the  Oil  and  Gas  Resources  Conserva- 
tion Act  that  a  licence  be  obtained  before  the  commencement  of 
drilling  of  any  oil  or  gas  well  and  before  the  licence  is  finally 
granted  the  division  checks  the  ownership  of  the  minerals  both 
in  the  records  of  the  Department  and  in  the  Land  Titles  Office 
to  ascertain  that  the  company  drilling  the  well  has  the  right  to 
the  oil  and  gas. 

More  than  90,000  departmental  files,  half  of  which  are  active, 
are  maintained  by  the  division's  records  branch.  In  addition  to 
the  files  a  record  of  each  township  in  Alberta  is  kept  which 
shows  the  present  standing  of  the  minerals  owned  by  the  Province. 
The  records  branch  also  supplies  to  the  public  township  maps 
showing  the  status  of  Crown  mineral  acreage.  • 


Government  Loans  $8,197,788 
To  Seven  Municipalities 

Seven  Alberta  municipalities  received  $8,197,788  in  loans 
during  April  under  the  Municipal  Capital  Expenditures  Act. 
The  loans  were: 

Beverly    $    105,220     water  extensions 

69,568    sewer  extensions 

Viking   8,000  grader 

18,000    sewer  extensions 

Athabasca  Tjnr.TntrKv...   40,000     water  exlensioiib 

Tofield   17,000     water  extensions 

Jasper  Place    431,000     water  extensions 

334,000     sewer  extensions 

Lethbridge    250,000     street  paving 

Edmonton    5,018,000     sewer  extensions 

1,100,000     telephone  extensions 
807,000     electric  light  extension 
This  brings  to  $64,333,835  the  amount  of  loans  granted  under 
the  Municipal  Capital  Expenditure  Loans  Act  since  April,  1953. 
The  low-interest  loans  have  been  granted  to  finance  312  municipal 
projects.  • 


Spotted  Fever  Vaccine 
Given  In  South 

Approximately  2,000  persons 
in  the  south-eastern  part  of 
Alberta  were  inoculated  re- 
cently against  the  tick-trans- 
mitted Rocky  Mountain  spotted 
fever. 

Vaccine  for  the  inoculations 
was  supplied  free  by  the  Al- 
berta Department  of  Health  with 
the  Medicine  Hat  Health  Unit 
organizing  inoculation  clinics 
at  Manyberries,  Redcliff,  and 
Thelma-Elkwater. 

The  inoculations,  which  are 
painless  and  leave  no  after- 
effects, are  given  annually  to 
protect  the  population  of  this 
part  of  Alberta  from  the  Rocky 
Mountain  spotted  fever  tick, 
which  carries  the  disease  to 
humans.  Three  inoculations, 
with  an  interval  of  one  week 
between  each,  are  required  for 
protection.  • 


Recreation  Course 
At  Red  Deer 

A  four-week  training  course 
for  community  recreation  lead- 
ers will  be  held  at  the  Red 
Deer  Composite  High  School 
July  4-30  by  the  Health  and 
Recreation  Branch  of  the  Eco- 
nomic Affairs  Department. 

Those  taking  the  course  must 
be  at  least  17  years  old  and 
be  willing  to  give  leadership 
in  community  recreation  work. 
Students  must  be  nominated  by 
community  recreation  bodies  or 
local  organizations. 

The  course  is  divided  into 
sections  for  students  taking  first 
or  second  year  recreation  train- 
ing. Enrolment  is  limited  to  125 
with  early  applicants  receiving 
preference  in  their  choice  of 
optional  courses.  Application 
forms  and  information  are  avail- 
able from  the  Health  and 
Recreation  Branch,  Alberta 
Block,  Edmonton.  • 
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ALBERTA  PROVIDES  COUNTLESS  SUBJECTS  FOR  PAINTERS 

Local  Artists  Can  Spend  Projitable  Holiday  Recording  Impressions 
Of  Alberta  Lakes,  Mountains,  Plains  And  Foothills 


Anyone  who  loves  the  smell  of  turpen- 
tine and  is  happy  struggling  over  a 
canvas  or  sketch  book  will  find  a  stimulat- 
ing field  in  the  mountains,  prairies  and 
forests  of  Alberta. 

For  two  weeks,  an  amateur  or  skilled 
artist  can  find  countless  subjects  to  test  his 
abilities.  There  are  the  rugged  mountains 
and  beautiful  lakes,  the  rolling  prairies  and 
foothills,  picturesque  towns,  and  many 
intriguing  compositions  in  the  northern 
bushlands. 

For  his  tour,  an  artist  can  take  as  much 
or  as  little  equipment  as  he  wants.  The 
beginner  with  no  tools  might  purchase  only 
a  sketch  book  and  a  few  soft  pencils,  while 
the  more  experienced  craftsman  might  load 
the  back  seat  of  his  car  full  of  canvasses, 
paints,  easels,  and  numerous  other  objects. 

But  for  the  average  amateur  who  is 
familiar  with  the  use  of  oils,  a  minimum 
amount  of  equipment  is  suggested.  Not  only 
is  it  unnecessary  to  take  a  whole  art  studio, 
but  it  is  much  easier  to  hike  to  ideal  sites. 


A  good  selection  would  include  a  sketch 
box,  which  can  be  utilized  as  an  easel, 
tubes  of  oil  paints  (remember  to  take  at 
least  four  times  more  white  than  any  other 
color),  canvas  boards,  turpentine,  linseed 
oil,  a  sketch  book,  charcoal  pencil,  and  at 
least  three  brushes.  These  brushes  should 
include  a  large  (No.  10  or  12),  medium 
(No.  6  or  7),  and  small  (No.  3  or  4). 

If  you  want  to  capture  the  beautiful 
Canadian  Rockies  on  canvas,  the  national 
parks  of  Jasper,  Banff  and  Waterton  Lakes 
provide  excellent  subject  material. 

At  Jasper  there  are  impressive  rock 
formations,  such  as  the  one  near  the  land- 
ing strip,  eight  miles  north-east  of  the  town. 
There  are  rugged  peaks  of  Mount  Edith 
Cavell,  Pyramid  Mountain,  the  Queen 
Elizabeth  Ranges,  and  many  more.  Beauti- 
ful foreground  subjects  may  be  found  at 
Lac  Beauvert,  Maligne  Lake,  the  Jasper 
Park  Lodge,  or  in  the  town  itself. 

And  throughout  the  Rockies,  there  are 
pines,  mountain  flowers,  and  other  plants 
which  provide  excellent  subject  material. 

In  Waterton,  Jasper  and  Banff,  any 
local  resident  will  be  pleased  to  suggest 
popular  locations  for  mountain  paintings. 
In  Waterton  there  are  Sofa  Mountain, 
Cameron  Mountain,  Red  Rock  Canyon,  and 
a  host  of  others,  while  Banff  beauty  spots 
are  world  famous. 


The  mention  of  Banff  to  any  Alberta 
artist  naturally  brings  to  mind  the  Banff 
Schcol  of  Fine  Arts.  This  institution, 
operated  by  the  University  of  Alberta,  is 
an  ideal  training  ground  for  any  amateur 
artist  who  wishes  to  learn  the  finer  points 
of  his  hobby.  The  prices  are  reasonable,  and 
for  the  duration  of  the  course,  you  will 
have  ample  opportunity  to  paint  such 
scenes  as  Mount  Rundle,  Vermilion  Lakes, 
and  other  scenic  wonders. 

This  year,  there  are  short  courses  being 
offered  from  June  20-July  2,  and  from 
August  15-Sept.  10.  The  regular  summer 
course,  which  will  be  held  from  June  20- 
Sept.  10,  will  feature  a  general  introduc- 
tion to  painting,  advanced  design  and  com- 
position, advanced  landscape,  and  art  his- 
tory and  appreciation. 

But  the  mountains  are  not  the  only 
subjects  that  can  be  painted  in  Alberta. 
A  person  living  in  a  small  town  or  on  a 
farm  will  find  a  wealth  of  scenery  around 
him.  Some  of  Canada's  most  famous  artists 
travel  hundreds  of  miles  to  paint  realistic  or 


impressionistic  scenes  of  grain  elevators, 
barns,  grain  fields,  fencelines  or  a  dozen 
other  everyday  sights  which  are  often  taken 
for  granted. 

The  city  dweller,  too,  is  never  far  from 
these  scenes.  He  also  has  the  city  skylines, 
industries,  street  scenes,  parks,  and  other 
equally  beautiful  subjects. 

Although  there  are  countless  points  in 
Alberta  wherfe  an  artist  can  capture  the 
majesty  and  grandeur  of  the  western  scene, 
there  are  several  which  merit  individual 
mention. 

In  the  Drumheller  and  Steveville  dis- 
tricts, an  artist  will  be  able  to  paint  such 
unusual,  yet  alluring  scenes  as  the  "hoo- 
doos"  and  the  badlands.  Here  there  are 
strange  wind-swept  formations,  odd  rock 
colours,  and  other  views  which  will  provide 
many  interesting  hours  of  toil. 

Travelling  north  from  Edmonton,  an 
artist  can  find  such  scenes  as  deserted  log 
cabins,  forests  swept  by  fires,  muskegs,  the 
impressive  Lesser  Slave  Lake,  and  the 
characteristic  villages  which  depend  upon 
logging  and  trapping. 

But  there  is  one  point  to  keep  in  mind. 
Whether  you  are  a  professional  or  just  an 
amateur,  you  should  be  able  to  find  ample 
subject  matter  anywhere  in  Alberta.  So 
just  plan  your  two-week  vacation  to  travel 
to  any  area  where  the  scenery  appeals  to 
your  artistic  tastes.  Once  there — whether 
in  the  mountains  or  on  the  prairies  — 
you  will  have  14  days  of  happy  painting.  * 


This  is  the  ninth  of  a  series  of  12  articles  on 
the  various  types  of  holidays  you  can  enjoy  in 
Alberta.  W atch  for  future  articles.  Additional  copies 
of  these  articles  will  be  provided  on  request  to 
Within  Our  Borders.  For  additional  information  write 
the  Alberta  Travel  Bureau,  Legislative  Building, 
Edmonton. 

Articles  in  this  series  include: 

1.  Rodeo  Holiday  7.  The  Circle  Tour 

2.  Historical  Toor  S.  A  Photoorapher*!  Holiitay 

3.  Huntinfl  Holiday  9.  An  Artist's  Holiday 

4.  Dude  Ranches  10.  A  Peace  River  Holiday 

5.  Mountain  Climbini  11.  Fishing 

6.  Canoeim  12.  Hiko-s'  Holiday 
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Photo  from  Ernest  Brown  Collection 

The  North-West  Mounted  Police  band  leads  a  poition  of  the  huge  pofade  down  Jasper  Avenue  during  the  Province's  inauguration  ceremonies 
on  September  I.  1905.    Above  is  the  comer  of  101  Street  and  Jasper  Avenue.   At  right  is  the  Empire  Block  which  is  still  standing,  while  directly 

west  is  the  McDougall  and  Secord  store. 


Commercial  Fishing  Season 

Opens  May  16  On  Alberta  Lakes 

The  summer  commercial  fishing  season  has  been  set  from 
May  16  to  Sept.  30  on  most  Alberta  lakes. 

Special  opening  dates  are:  May  1,  Lake  Athabasca;  May  9, 
Lac  La  Biche;  May  10,  Lyle  Lake;  June  6,  Shining  Bank  Lake; 
July  18,  Whitefish  Lake;  Aug.  1,  Beaver,  Elinor,  Helena,  and 
Ironwood  Lakes;  Sept.  1,  Fawcett  Lake;  Sept.  12,  Amisk  Lake. 

Lac  Ste.  Anne  will  be  closed  for  whitefish  and  pickerel 
fishing  from  June  10  and  from  noon  Friday  to  noon  Monday  from 
May  16  to  June  10.  A  similar  limitation  is  placed  on  fishing  in 
Calling  Lake,  Graham  Lake,  Island  Lake,  Lesser  Slave  Lake, 
Long  Lake,  Peerless  Lake,  and  Round  Lake  from  June  15  to  Aug. 
31,  Lac  La  Biche  from  May  16  to  May  23,  and  Whitefish  Lake, 
from  May  16  to  Aug.  14.  Fishing  may  be  continued  until  March 
31,  in  lakes  where  pike,  pickerel,  perch  and  suckers  only  are 
caught. 

Total  catch  allowed  is  as  follows: 


Lake  Pounds  Species 

Amisk  Lake    20,000  Pike,  tullibee 

Aihabasca  Lake   1,000,000  Whitefish,  trout,  pickerel 

100,000  Goldeye 

Beaver  Lake    20,000  Whitefish 

Behan  Lake    25,000  Pike 

Birch  Lake    5,000  Whitefish 

Calling  Lake    25,000  Whitefish 

No  limit  Suckers 

50,000  Tullibee 

Chip  Lake   20,000  Pike 

Christina  Lake    25,000  Whitefish,  pickerel 

150,000  Tullibee 

Clyde  Lake   25,000  Pike 

Cow  Lake    15,000  Pike 

Elinor  Lake   10,000  Whitefish 


Lake 

Pounds 

Species 

Fawcett  Lake  

30,000 

White 

fish. 

pickerel. 

Frenchman  Lake   

60,000 

Pike, 

perc 

h 

Frog  Lake   

75,000 

All  species 

George's  (Cheecham)  Lake  

25,000 

Pike 

Graham  (Trout)  Lake  

10,000 

Pike, 

pick 

erel 

15,000 

White 

fish. 

pickerel 

Helena  Lake  

10,000 

White 

fish. 

pickerel 

Ironwood  Lake   

10,000 

White 

fish. 

pickerel 

Island  Lake   _  

20,000 

Pike, 

pick 

erel 

Lac  La  Biche   

50,000 

White 

fish 

Lac  Ste.  Anne  

40,000 

White 

fish 

Lesser  Slave  Lake  

400,000 

White 

fish 

Long  Lake   

5,000 

White 

fish, 

pickerel 

Lyle  Lake   

20,000 

Pike 

75,000 

All  species 

Mistahae  Lake  

10,000 

Pike 

Moose  Lake   

50,000 

White 

fish. 

pickerel. 

Peerless  Lake  

5,000 

Trout 

Round  Lake   

5,000 

White 

fish. 

pickerel 

Shining  Bank  Lake   

2,000 

White 

fish 

Square  Lake   

75,000 

Pike, 

perc 

1,  tullibee 

Sturgeon  Lake   

20,000 

White 

fish 

Touchwood  Lake   

no  limit 

All  species 

Whitefish  Lake   

100,000 

Tullib 

ee 

Of  400,000  pounds  of  whitefish  prescribed  for  Lesser  Slave  Lake,  250,000 
pounds  shall  not  be  taken  prior  to  June  16  and  100,000  pounds  shall  not 
be  taken  prior  to  September  15,  and  of  20,000  pounds  of  whitefish  prescribed 
for  Sturgeon  Lake,  10,000  pounds  shall  not  be  "taken  prior  to  September  1.  • 


TOWN  PLANNING  BOOK  DISPLAY 

A  collection  of  books  on  town  planning  is  being  exhibited 
in  Edmonton,  Calgary,  and  Lethbridge  under  the  sponsorship  of 
the  Community  Planning  Association  of  Canada,  the  Extension 
Department  of  the  University  of  Alberta,  and  the  Alberta  Library 
Board.  The  collection  was  displayed  in  the  Provincial  Legislature 
Library  at  Edmonton  in  April  and  the  early  part  of  May,  moved  to 
the  Calgary  Public  Library  in  May,  and  will  be  shown  in  the 
Lethbridge  Public  Library  during  June.  None  of  the  books  may 
be  borrowed  from  the  display.  • 
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A  total  of  56  welders  has  been  trained  for  future  pipeline 
construction  work  in  western  Canada  through  a  joint  effort  of 
government  and  industry.  The  petroleum  industry  joined  with 
the  Government  of  Canada  and  the  Alberta  Departments  of 
Education  and  Industries  and  Labour  in  sponsoring  a  free  course 
to  train  qualified  welders  in  the  downhand  welding  technique 
used  in  pipeline  construction. 

In  the  top  photo,  Instructor  Les  Passmore,  of  Edmonton, 
approves  a  pipe  weld  applied  by  Douglas  Burrows  (left) 
and  Ralph  Pichard  (centre),  both  of  Edmonton.  The  lower 
photo  shows  two  welders  using  the  downhand  welding  technique 
at  Able  Machine  and  Welding,  Jasper  Place,  which  served  as 
the  training  school  for  the  course. 

To  enable  the  welders  to  take  the  training  without  giving 
up  their  regular  employment,  morning  and  evening  shifts  were 
arranged  at  the  welding  shop.  Welding  equipment  was  loaned 
by  various  Alberta  construction  companies  and  pipe  supplied  by 
western  pipeline  companies. 

Purpose  of  the  training  was  to  provide  Alberta  welders 
for  the  western  pipeline  construction  industry  so  the  industry 
need  not  rely  on  American  welders,  who  have  dominated  the 
pipeline  welding  field  in  Canada.  Another  course  will  be  held 
next  year  if  there  is  sufficient  demand  from  experienced  welders 
wishing  to  train  for  pipeline  construction  jobs.  • 

Oil  Workers  To  Attend  Well  Casing  Lectures 

A  special  review  of  techniques  associated  with  the  use  of 
oil  well  casing  will  be  held  for  all  interested  petroleum  industry 
personnel  at  the  University  of  Alberta  Medical  Building  May  25. 

A  series  of  technical  lectures  will  be  presented  by  oil  com- 
pany specialists  in  casing.  The  program  is  sponsored  by  the 
Petroleum  Industry  Training  Service  of  the  university  and  is 
offered  at  no  charge  to  interested  oil  workers.  • 

Tree  Planting  Car  To  Tour  Alberta 

Instructional  talks  and  films  on  tree  planting  will  be 
presented  in  many  Alberta  towns  and  villages  during  July, 
August  and  September.  Farming  people  will  learn  the  benefits 
of  tree  planting  from  the  services  of  the  Canadian  Forestry 
Association  tree  planting  car,  a  converted  C.P.R.  railway  coach 
that  is  moved  throughout  western  Canada  by  the  railways. 
Here  is  the  Alberta  schedule  for  the  tree  planting  car: 

Olds   Aug.    9     Parkland   Aug.  29 

Didsbury   Aug.  10     Woodhouse   Aug.  30 

Carstairs   Aug.  11      Claresholm   Aug.  31 


Leduc   Ju  y  19 

Kavanagh   July  20 

Millet   July  21 

Wetaskiwin   July  22 

Menaik   July  25 

Hobbema  Ju  y  26 

Morningslde   Ju  y  27 

Ponoka   Ju  y  2S 

Lacombe   July  29 

Blackfalds   Aug.  1 

Red  Deer   Aug.  Z 

Penhold   Aug.  4 

Innisfail   Aug.  5 

Bowden  Aug.  8 


Crossfield   Aug.  12 

Airdrie   Aun.  15 

Balzac   Aug.  16 

Midnapore   Aug.  19 

Okotoks   Aug.  20 

Dewinton   Aug.  22 

High  River   Aug.  23 

Aldersydc   Aug.  24 

Nanton   Aug.  25 

Cayley   Aug.  26 

Stavely   Aug.  27 


Granum   Sept.  1 

Fort  Macleod   Sept.  2 

Pearce   Sept.  5 

Monarch   Sept.  6 

Coalhurst   Sept.  7 

Skiff   Sept.  9 

Wrentham   Sept.  10 

Foremost   Sept.  12 

Legend   Sept.  13 

Etzikom   Sept.  14 

Nemiscam   Sept.  15 

Manyberries  Sept.  19 


COMING  EVENTS 

During  1955  Alberta  will  be  the  scene  of  many  events  of  provincial, 
national  and  international  interest.  Within  Our  Borders  will  list  all 
COMING  EVENTS  from  January  through  November.  Information  should 
be  forwarded  to  Within  Our  Borders,  Legislative  Buildings,  Edmonton. 


Date 


Event 


May  16 — Life  Insurance  Marketing  Institute.. 

May  17 — Alberta  Hotelmen's  Association   

May  23 — Taber  Rodeo  _   

May  25 — Alberta  Library  Association  

May  25 — Edmonton  Horse  Show  _  

May  25 — Lions  International  


Place 

 _  BANFF 

 „  CALGARY 

 „  TABER 

 „  _.   EDMONTON 

   _  EDMONTON 

 _  ...CALGARY 

May  25— Bull  Sale  _  LLOYDMINSTER 

May  25— Western  Canada  Fuel  Association  „  EDMONTON 

May  29 — Trans-Canada  Air  Lines  „    „  „    -  BANFF 

May  30— Alberta  Women's  Institutes..   _      .  EDMONTON 

May  SI— Associated  Canadian  Travellers   EDMONTON 

May  31— Bull  Sale....  _  .    LACOMBE 

May  19— French  Festival  ST.  PAUL 

May  21— Sports  Day  .  ROSEDALE 

May  21 — Sportsmen's  Show  CALGARY 
May  22— Sports  Day  SANGUDO 
May  23— Livestock  Fair  „  RIMBEY 

May  23— Sports  Day  BEAVERLODGE 
May  23— Sports  Day  .  CRAIGMYLE 

May  23— Picnic    .  LOUGHEED 

May  23— Jubilee  Celebration  .  MIRROR 

May  23— Sports  Day  GLEICHEN 

May  23— Picnic    .  .      .    .  STRATHMORE 

May  23— Picnic    STROME 

May  23— Sports  Day.  THORSBY 
May  23— Baseball  Tournament  W I  ID  WOOD 

May  23— Picnic   YOUNGSTOWN 

May  23— Indoor  Rodeo  .    .    .  STAVELY 

May  25— Jubilee  Celebration  BINDLOSS 
May  25— Calf  Club  Sale  EDMONTON 
May  31— Calf  Club  Sale  .  HOLD  EN 

June    1— Sports  Day  _  GALAHAD 

June    1 — Hanna  Round  Up  .        .  .HANNA 

June  1—Calf  Club  Sale  EDMONTON 
June  1— Hereford  Sale  LACOMBE 
June  1— United  Commercial  Travellers  EDMONTON 
June  1—Calf  Club  We  STAVELY 
June  3— Calf  Club  Sale  TOFIELD 
June    3 — Sports  Day  _  HUSSAR 

June    4 — Alberta  Pharmaceutical  Association  CALGARY 

June    5—Stettler  Rodeo  Club  .  -  STETTLER 

June    6 — National  Oil  Scouts  and  Landsmen  _  BANFF 

June  6 — Angus  and  Shorthorn  Sale  LACOMBE 
June    6— Calf  Club  Sale  LLOYDMINSTER 

June    6 — Farmers'  Union  of  Alberta  LETHBRIDGE 

June    7— Calf  Club  Sale   CZAR 

June    7— Farmers'  Union  of  Alberta  MEDICINE  HAT 

June  8— Calf  Club  Sale  EDMONTON 
June    8— Hand  Hills  Stampede  HAND  HILLS 

June  8 — Grand  Lodge  of  Alberta  CALGARY 
June  8 — Farmers'  Union  of  Alberta  HANNA 
June  8— Calf  Club  Sale  CARSTAIRS 
June    8— Calf  Club  Sale  SEXSMITH 

June   9— Calf  Club  Sale  JBERWYN 

June    9— Calf  Club  Sale  CAMROSE 

June    9 — Jubilee  Celebration  STROME 

June  W— Sports  Day  ARROW  WOOD 

June  10 — Hardisty  Stampede  -  -  HARDISTY 

June  10 — Petroleum  Equipment  Suppliers  _  BANFF 

Jane  IQ— Jubilee  Celebration  _  _  MAYERTHORPE 

June  10— Jubilee  Celebration  _  „  RUMSEY 

June  10— Jubilee  Celebration  _  BLACK  DIAMOND 

June  10— Calf  Club  Sale  -  _  -  -  PEACE  RIVER 

June  10— Calf  Club  Sale  PIN  CHER  CREEK 

June  11— Calf  Club  Sale  „  FONOKA 

June  11— Calf  Club  Sale  _  -  _  „  „  BROOKS 

June  11— Calf  Club  Sale  HIGH  RIVER 

June  12 — Canadian  Transit  Association  -  „  _   JASPER 

June  13— Edmonton   Rodeo  _  ~  „  EDMONTON 

June  13 — Canadian  Legion  _  _„  -  -  CALGARY 

June  14r~Calf  Club  Sale  -.  -.    JRMA 

June  14r-Alberta  Postmasters  „„....„  ™    EDMONTON 

June  15 — National  Editorial  Association   „  _  _  _  _„  BANFF 

June  15 — Metropolitan  Life  Insurance    _    ~  _  JASPER 

June  15— Jubilee  Celebration  _....„  „  -    SYLVAN  LAKE 

June  15— Official  Bridge  Opening.  „.  „.  _  -    —  W  ATI  NO 

June  15— Jubilee  Celebration  _.    „    .....MEDICINE  HAT 

June  15— Calf  Club  Sale  _  -  -    _      STETTLER 


"Within  Out  Borders"  is  a  publication  designed  to 
acquaint  the  people  of  the  Province  with  the  administration 
and  services  of  the  Alberta  Government. 

It  is  believed  the  many  and  varied  services  of  the 
Government  will  be  effective  in  the  degree  they  are  known 
and  used.  Any  material  used  is  for  immediate  republication. 

Within  Our  Borders  should  be  notified  promptly  of 
any  change  in  address.  When  sending  notice  of  address 
change,  please  make  certain  that  both  old  and  new  addresses 
are  included. 

Correspondence  should  be  addressed  to  "Within  Our 
Borders."  Legislative  Buildings,  Edmonton. 
All  photos  are  Alberta  Government  Photos  nnless  otherwise  designated. 


